Approved For Release 2002/07/26 : CIA-RDP80-00810A000800380008-4 


CENTRAL INTELLIGENCE AGENCY 

This Document contains information ths Na- 

tional Defense of the United States, within the mean- 
ing of Title 18, Sections TO and 1M, of the UA. Code, as 
amended. Its transmission or revelation of Its contents 
to or receipt by an unauthorised person Is pr ohib ited 
by law. The reproduction of this form IS prohibited. 

SECKET/CONTRGL — U.S. OFFICIALS ONLY 

SECURITY INFORMATION 


INFORMATION REPORT 


COUNTRY East Germany 


SUBJECT 

DATE OF INFO. 
PLACE ACQUIRED 


1* Fire at the Earl Liebknecht trans- 
former Plant 

Friedrichs hagen Area Closed, tq 
traffic 



REPORT NO. 25X1 A 

DATE DISTR. 9 April 1953 

NO. OF PAGES 1 


REQUIREMENT NQ. 
REFERENCES 


RD 

25X1 A 


v 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 

THE APPRAISAL Of CONTENT IS TENTATIVE. 

(FOR KEY SEE REVERSE} 25X1 X 

source; 


1. There Was a severe fire on 11 February 1953 in the Karl Liebknecht transformer 
works in Berlin-Oberschoeneweideo High Jets of flames were -seen shooting up, The ex-* 

damage is not known. 

2. The Friedri chshagen national forest near Berlin* north of the street railway 
line to Erkner* between the Dallvitz highway end the locality of Fichtenau, 
has been closed to all traffic » Anyone entering the area will be shot Without 
warning by the Yolkspolizei „ 

3« The East Berlin - municipal council has discharged 200 employees as part of 
the economy campaign being conducted by the Socialist Unity Party (SED) * 

They are “to be paid up to 1 March 1953 * 

h. A certain Wilhelm Zajstrow has worked out a plan for the Berlin Water and Drainage 
^Vorks by which 50 to 80 employees can be dispensed With. 











